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NOTIFICATIONS BY GOVERNMENT 


GOVERNMENT OF ANDHRA PRADESH 
ABSTRACT 


HM&FW Department - Permission for establishment of Nandini Institute of 
Medical Technology at H.No.5-106, Near Mother Therissa Statute, 
Gudimetlavari Veedhi, Tiruvuru, Krishna District, A.P with Diploma in 
Medical Laboratory Technology (DMLT) Course with intake of Sixty (60) seats 
under Prakash Educational Society, Sri Rama Giri, Bypass road, Khammam 
- Orders - Issued. 


HEALTH, MEDICAL & FAMILY WELFARE (ఉ.2) DEPARTMENT 


G.O.Rt.No.466. Dated:14.06.2022. 
Read the following:- 


. G.O.Rt.No.700, HM&FW(C.1) Department, Dated.26.11.2015 
. From the Chairman, High Power Committee, A.P., Vijayawada 
Re.No.131/HPC/2018, Dated:30.08.2019 

3. The National Commission for Allied & Healthcare Professions Act, 
2021 

4. The National Commission for Allied & Healthcare Professions Rules, 

2021. 

G.O.Ms.No.43, HM&FW(G.1) Department, Dated.07.03.2022. 

G.O.Ms.No.47, HM&FW(G.1) Department, Dated.12.03.2022. 

From the Secretary, A.P State Allied Healthcare Professional Council, 

Vijayawada Lr.Rc.No.01/Esst.Dip-Colleges/APSAHPC/22, 

Dt.09.06.2022 


NO ore 


Nan 


& & & 


P.T.O 


-2- 


ORDER:- 


In the reference 2™4 read above, the Chairman, High Power Committee, 
O/o. the Director of Medical Education, A.P, Vijayawada upon furnishing 
reports of the Member Convener, District Level Team, Siddhartha Medical 
College, Vijayawada has submitted inspection report for establishment of 
Nandini Institute of Medical Technology at H.No.5-106, Near Mother 
Therissa Statute, Gudimetlavari Veedhi, Tiruvuru, Krishna District, A.P with 
intake of Diploma in Medical Laboratory Technology (DMLT) Course with 
Sixty (60) seats. 


2; The Government after careful examination of the matter, hereby 
accord permission for establishment of Nandini Institute of Medical 
Technology at H.No.5-106, Near Mother Therissa Statute, Gudimetlavari 
Veedhi, Tiruvuru, Krishna District, A.P with Diploma in Medical Laboratory 
Technology (DMLT) Course with Sixty (60) seats as mentioned at following 
table under Prakash Educational Society, Sri Rama Giri, Bypass road, 
Khammam subject to follow the rules issued in the reference 6t cited and 
the Government instructions issued from time to time. 


SI1.No. Name of the Course Seats 


1 Diploma in Medical Laboratory Technology (DMLT) 60 Seats 


os The Secretary, A.P State Allied Healthcare Professional Council, 
Vijayawada shall take necessary action accordingly. 


(BY ORDER AND IN THE NAME OF THE GOVERNOR OF ANDHRA PRADESH) 


M T KRISHNA BABU 

PRINCIPAL SECRETARY TO GOVERNMENT 
To 
The Secretary, 
A.P State Allied Healthcare Professional Council,Vijayawada 
The Secretary & Correspondent, 
Nandini Institute of Medical Technology under Prakash Educational Society, 
H.No.11-11-155/A, Sri Rama Giri, Bypass road, Khammam (Through the 
Secretary, A.P State Allied Healthcare Professional Council, Vijayawada). 
The Chairman,High Power Committee, 
O/o. the Director of Medical Education, A.P., Vijayawada. 
Copy to :- 
The P.S to Principal Secretary to Government, HM&FW Department 
The O.S.D to Hon’ble Minister (HFW&ME), A.P, Secretariat. 
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